From: Steve Higgins 

Sent: Thursday, August 23, 2012 5:35:30 PM 
To: Barry Cadden <bcadden@neccrx . com> 
Subject: RE: CR2 oil! 

Ok. . ,I ! 11 look at it Friday 


Sent from my Samsung Epic™ 4G Touch 
Barry Cadden <bcadden@neccrx . com> wrote: 


I think this is a separate problem... . not a huge issue if they can take 

care of that on same day in September then OK 


From: Steve Higgins [mailto:Steveh@GDCpropertiesmgmt.com] 

Sent: Thursday, August 23, 2012 4:43 PM 
To : Barry Cadden 
Subject: RE: CR2 oil! 

Can we sterilize it and put it into oral dose syringes??? I ! m sure Ronzio 
could find a market for it! OK. .. Can we wait until Guardian is scheduled 
the middle of September or would you like me to get them in sooner? 


From: Barry Cadden [bcadden@neccrx.com] 

Sent: Thursday, August 23, 2012 4:08 PM 
To: Steve Higgins 
Subject: CR2 oil! 

Gene has an actual oil leak in the floor by the wall. .not huge but needs 
to wiped up every hour or two... . we will need to jack-hammer this area and 
block this fissure with some sort of cement 


USAP03066832 



